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Message Text 



UNCLASSIFIED 

PAGE 01 JAKART 03356 210746 Z 
12 

ACTION TRSE-00 

INEO OCT-01 EA-11 ADP-00 CIAE-00 PM-09 H-02 INR-09 L-03 

NSAE-00 NSC-10 PA-03 RSC-01 PRS-01 SS-14 USIA-12 

AID-20 COME-00 EB-11 FRB-02 XMB-07 OPIC-12 CIEP-02 

LAB-06 SIL-01 SAL-01 OMB-01 CEA-02 STR-08 10-12 NEA-10 

RSR-01 /1 72 W 

108122 

R 210230 Z MAR 73 
EM AMEMBASSY JAKARTA 
TO SECSTATE WASHDC 6087 
INEO AMEMBASSY MANILA 

UNCLAS JAKARTA 3356 

EOR: NAC AGENCIES 

E. O. 11652: N/A 
TAGS: ENRGID 

SUBJ: PROPOSED ADB LOAN EOR UJUNG PANDANG POWER PROJECT 

MANILA FOR USADB 

REF: A. MANILA 1524, PARA. 2 

B. MANILA 1030 

C. JAKARTA 1557 

1 . PROJECT SEEMS ADEQUATELY JUSTIEIED ON ECONOMIC AND TECHNICAL 
GROUNDS. EVIDENCE OE SUPPRESSED DEMAND ON PROJECTED LOAD GROWTH 
ARGUES FAVORABLY FOR PROJECT. PROPOSED LOAN APPEARS COINCIDE 
WITH GENERAL SECTORAL OBJECTIVES OE IMPROVEMENT AND EXPANSION 
OP PLN SERVICE. 

2. NOTE $60,000 EOR REPAIR PARTS AND $190,000 EOR SPARES TO 
UPGRADE AND IMPROVE PERFORMANCE OP SIX DIESEL GENERATOR SETS. 
UNCLASSIPIED 
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PAGE 02 JAKART 03356 210746 Z 

THESE AMOUNTS WOULD SEEM ON LOW SIDE IF BOTH REHABILITATION AND 
PROCUREMENT OE MINIMUM THREE YEARS SUPPLY OF SPARES IS CONTEM- 
PLATED. IF SECOND STEAM UNIT AVAILABLE EOR COMMERCIAL OPERATION 
BY 1975 THREE YEARS SUPPLY OF SPARES WOULD STILL BE NEEDED WITH 
DIESELS IN STANDBY STATUS. 

3. CONCUR WITH DISTRIBUTION REHABILITATION AND EXPANSION PLAN 
TO UTILIZE 20 KV OVERHEAD PRIMARIES AND UPGRADE SECONDARIES TO 
220/380 VOLTS. THIS IN KEEPING WITH PLN PLAN FOR STANDARDIZA- 
TION AND CURRENT DESIGN OF AID FUNDED PROJECTS IN JAVA AND 
NORTH SUMATRA. 

GALBRAITH 
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*** Current Handling Restrictions *** n/a 
*** Current Classification *** UNCLASSIFIED 
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Message Attributes 



Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 21 MAR 1973 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1973JAKART03356 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: n/a 

Errors: n/a 

Film Number: n/a 

From: JAKARTA 

Handling Restrictions: n/a 

Image Path: 

ISecure: 1 

Legacy Key: Iink1973/newtext/t19730335/aaaaieda.tel 

Line Count: 80 
Locator: TEXT ON-LINE 
Office: ACTION TRSE 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: 

Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: kelleywO 
Review Comment: n/a 
Review Content Flags: 

Review Date: 24 OCT 2001 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <24-Oct-2001 by hagers>; APPROVED <04-Feb-2002 by kelleyw0> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 



Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 

Status: <DBA CORRECTED> srp 971 21 9 

Subject: PROPOSED ADB LOAN FOR UJUNG PANDANG POWER PROJECT 

TAGS: ENRG, ID 

To: SECSTATE WASHDC 

TRSE INFO MANILA 

Type: TE 
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